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Security Classification 


1. Attached memorandum from the Assistant Chief of Staff, 
Intelligence, Department of the Army was received directly by 


2. The classification of [_]u-1787 was reduced to "For 
Gfficial Use Cnly" on $ March 1954. 


3. The requestor may be informed of this downgrading and 
that [__]has no objection to the dissemination of this report 


to a civilian contractor providing all attribution to CIa/l_] 
as producer of the report is removed. 


J. J. BAGNALL 
Encl: as cited above 


frp 


Distribution: 
Orig & 1 ~ Addressee 
1-LJ 
1 - File, 


Approved For Release 2002/06/ Gi: SIA-RDF8q DD AGER000300050002-9 


25X1 


25X1 


25X1 


Approved For Release 2002/06/13 : CIA-RDP81-00706R000300050002-9 


ACSI-CDL 13 August 1956 


MEMORANDUM FOR: DIRECTOR OF CENTRAL INTELLIGENCE 
ATTENTION : 


SUBJECT: Security Classification 


1. A microfilm of document No. (_|U-1787, "Mtcro-climate and 25X11 
Local Climate" by Sapozhnikova, was furnished this office by your 
agency to fill a Signal Corps request. 


2. Clarification of the classification of the microfilm is 
requested inasmuch as Signal Corps Engineering Laboratorise intends 
to make it available to a civilian contractor. The microfilm ig 
nresently labeled "Restricted". 


FOR THE ASSISTANT CHIEF GF STAFF, INTELLIGENCE: 


THOMAS D. CILLIS 
Colonel, GS 
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